
STOP 



Early Journal Content on JSTOR, Free to Anyone in the World 

This article is one of nearly 500,000 scholarly works digitized and made freely available to everyone in 
the world by JSTOR. 

Known as the Early Journal Content, this set of works include research articles, news, letters, and other 
writings published in more than 200 of the oldest leading academic journals. The works date from the 
mid-seventeenth to the early twentieth centuries. 

We encourage people to read and share the Early Journal Content openly and to tell others that this 
resource exists. People may post this content online or redistribute in any way for non-commercial 
purposes. 

Read more about Early Journal Content at http://about.jstor.org/participate-jstor/individuals/early- 
journal-content . 



JSTOR is a digital library of academic journals, books, and primary source objects. JSTOR helps people 
discover, use, and build upon a wide range of content through a powerful research and teaching 
platform, and preserves this content for future generations. JSTOR is part of ITHAKA, a not-for-profit 
organization that also includes Ithaka S+R and Portico. For more information about JSTOR, please 
contact support@jstor.org. 



THE HEATING PLANT 



H. W. MEANS 
Little Rock, Arkansas 



In large steam-heated buildings there is usually a great loss in 
time and in heat efficiency, and an unnecessary expenditure for 
fuel, on account of lack of a definite firing system. 

The record given in the accompanying table is actually taken 
from that kept by a fireman in a building which has floor space 
equal to that of twenty-five rooms, each 30 by 40 feet, and where 
it is necessary that the building be comfortable between the hours 
of 8:00 A.M. and 5:00 p.m. Where the building is in use earlier, 
the record should begin earlier, and where it is in use longer, the 
record should be continued. 

With this system as a basis, each one may standardize his own 
plant. The ensuing explanations followed by the record will 
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probably make the system clear. The figures heading the columns 
show time of record (thus 7 means 7:00 A.M., 9 means 9:00 a.m.) 
and the letters O.T. stand for outside temperature. The record 
shows one week of poor firing (accounted for) and one week of 
good firing, according to this particular standardizing. 

The fireman has the following fixed instructions: (1) At least 
one pound of steam must be recorded by 7:00 a.m. in ordinary 
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weather, and in extremely cold weather by 6:00 a.m. (2) Cease 
firing when the outside temperature is 60. (3) The number of 
pounds of steam carried should always be commensurate with 
outside temperature. 

To obviate incorrectly kept records, it is necessary for someone 
to check from time to time. Also, there is the fluctuation in 
pressure to be considered, for in the course of a few minutes, by 
opening the flue doors and otherwise, the pressure may be materially 
lowered. The majority of firemen shovel in coal without regard 
to time of day or weather conditions. When this record is used 
they cannot do this without detection. 

It is desired to stress the fact that this record is easily kept, 
and that if the explanations are read and the record thoroughly 
studied the system may be easily understood. 



